VOLUME 45 - CONTENTS 


No 1 JANUARY 1992 Page 
1 
6 
8 


No 2 FEBRUARY 1992 Page 
93 
99 


102 


Occasionals 

Diagnosing fungal infections in i Pp ised hosts C M Tang, J Cohen 

Early clinical pathologists 4: Rudolf Virchow (1821-1902) G J Tildsley, S Lakhani 

Editorial: Structured abstracts 

Papers 

Distribution of type IV collagen immunoreactivity to assess questionable early stromal invasion C J K Stewart, 

A M McNicol 

c-erbB-2 overexpression and histological type of in situ and invasive breast carcinoma J E Somerville, L A Clarke, 
J D Biggart 

In situ hybridisation of albumin mRNA in normal liver and hepatocellular carcinoma with a digoxigenin labelled 
oligonucleotide probe G I Murray, P J Paterson, S W B Ewen, W T Melvin 

Parenchymatous thyroid nodules: a histocytological study of 31 cases from a goitrous area H R Harach, M S Soto, 
S B Zusman, E Saravia Day 

Association of Helicobacter pylori with HLA-DR antigen expression in gastritis A Wee, M Teh, J Y Kang 
Salmonella bacteraemia in England and Wales, 1981-1990 E J Threlfall, M L M Hall, B Rowe 

Enzyme immunoassay for anti-treponemal IgG: Screening or confirmatory test? H Young, A Moyes, A McMillan, 
J Patterson 

Evaluation of enzyme linked immunosorbent assay for screening urinary tract infection in elderly people 

J R Michie, B Thakker, A Bowman, A C McCartney 

Screening tests for pathogenic corynebacteria G Colman, E Weaver, A Efstratiou 

Bacterial toxins: a possible cause of cot death N McKendrick, D B Drucker, J A Morris, et al 

Plasma viscosity in inflammatory bowel disease A J Lobo, S C Jones, L D Juby, A T R Axon 

Assessment of value of calibrated lyophilised plasmas to determine International Sensitivity Index for 
coagulometers K Clarke, D A Taberner, J M Thomson, J A Morris, L Poller 

Increased serum concentrations of tumour necrosis factor in f thalassaemia: Effect of bone marrow transplantation 
R Meliconi, M Uguccioni, E Lalli, et al 

Classical complement activation induced by pregnancy: Implications for management of connective tissue diseases 
N D Hopkinson, R J Powell 

Evaluation of two new methods for routine measurement of alkaline phosphatase isoenzymes A P Day, S Saward, 
C M Royle, P D Mayne 

Limulus amoebocyte lysate assay in the diagnosis of peritonitis in patients receiving continuous ambulatory 
peritoneal dialysis R A Bowman, A S Medley, K T Karthigasu 

Instructions to Authors 

Short reports 

Experience of a quality assessment scheme for non-laboratory glucose meters T R Trinick, E Duly 

Audit of catheter urine culture requests N Manek, E Napier Rees 

Transitional cell carcinoma: a case for collaboration R J Marshall, E F D Mackenzie, J Hill, L M Fearn 

Human papillomavirus 16/18 and nasopharyngeal carcinoma P Dickens, G Srivastava, Y T Liu 

Symptomatic zinc deficiency in experimental zinc deprivation C M Taylor, H F Goode, P J Aggett, 1 Bremner, 

B E Walker, J Kelleher 

Notes on necropsy H E Emson 

Comparison of two simple microaerobic atmospheres for cultivation of thermophilic campylobacters 

T Popovic-Uroic, N Sterk-Kuzmanovic 

Miscellanea 

Correspondence - Book reviews - Notices - Correction 


Occasionals 

Cytokines as biological response modifiers R C Rees 

Early clinical pathologists 5: The man behind Hassall’s corpuscles C Ortiz-Hidalgo 

Papers 

Laboratory facilities for investigating lipid disorders in the United Kingdom: Results of the British 
Hyperlipidaemia Association Survey M F Laker, J P D Reckless, D J Betteridge, et al 

Thyroid peroxidase antibodies in children with autoimmune thyroiditis A Vakevd, S Kontiainen, A Miettinen, 
A Schlenzka, J Maéenpaa 

Importance of diurnal variations on clinical value and interpretation of serum urate measurements M S Devgun, 
H S Dhillon 

Simultaneous in situ hybridisation of native mRNA and immunoglobulin detection by conventional 
immunofluorescence in paraffin wax embedded sections S J Harper, J H Pringle, A Gillies, et al 

Quality control in i ytochemistry: Experiences with the oestrogen receptor assay F T Bosman, 

A F P M de Goeij, M Rousch 

Oestrogen receptor analysis: Correlation between enzyme immunoassay and i histochemical methods 

T A Aasmundstad,O A Haugen, E Johannesen, A L Hoe, S Kvinnsland 

Childhood lymphoma in Yorkshire A M Davison, P A McKinney, C C Bailey, I Lewis, R A Cartwright, C O’Brien 
Chemical gastritis and Helicobacter pylori related gastritis in patients receiving non-steroidal anti-inflammatory 
drugs: Comparison and correlation with peptic ulceration A S Taha, I Nakshabendi, F D Lee, R D Sturrock, 

RI Russell 

Increased numbers of pulmonary megakaryocytes in patients with arterial pulmonary tumour embolism and with 
lung metastases seen at necropsy F A Soares 

Heterogeneity of vascular endothelial cells with relevance to diagnosis of vascular tumours J Kuzu, R Bicknell, 
A L Harris, M Jones, K C Gatter, D Y Mason 


9 
16 
21 
25 
30 
34 
37 
42 
46 
49 
54 
58 
61 
66 
68 
72 
5 
77 
79 
80 
81 
83 
85 
87 
89 
= 
106 
110 
114 
120 
125 
130 
135 
140 
143 


VOLUME 45 - CONTENTS 


No 1 JANUARY 1992 Page 
1 
6 
8 


No 2 FEBRUARY 1992 Page 
93 
99 


102 


Occasionals 

Diagnosing fungal infections in i Pp ised hosts C M Tang, J Cohen 

Early clinical pathologists 4: Rudolf Virchow (1821-1902) G J Tildsley, S Lakhani 

Editorial: Structured abstracts 

Papers 

Distribution of type IV collagen immunoreactivity to assess questionable early stromal invasion C J K Stewart, 

A M McNicol 

c-erbB-2 overexpression and histological type of in situ and invasive breast carcinoma J E Somerville, L A Clarke, 
J D Biggart 

In situ hybridisation of albumin mRNA in normal liver and hepatocellular carcinoma with a digoxigenin labelled 
oligonucleotide probe G I Murray, P J Paterson, S W B Ewen, W T Melvin 

Parenchymatous thyroid nodules: a histocytological study of 31 cases from a goitrous area H R Harach, M S Soto, 
S B Zusman, E Saravia Day 

Association of Helicobacter pylori with HLA-DR antigen expression in gastritis A Wee, M Teh, J Y Kang 
Salmonella bacteraemia in England and Wales, 1981-1990 E J Threlfall, M L M Hall, B Rowe 

Enzyme immunoassay for anti-treponemal IgG: Screening or confirmatory test? H Young, A Moyes, A McMillan, 
J Patterson 

Evaluation of enzyme linked immunosorbent assay for screening urinary tract infection in elderly people 

J R Michie, B Thakker, A Bowman, A C McCartney 

Screening tests for pathogenic corynebacteria G Colman, E Weaver, A Efstratiou 

Bacterial toxins: a possible cause of cot death N McKendrick, D B Drucker, J A Morris, et al 

Plasma viscosity in inflammatory bowel disease A J Lobo, S C Jones, L D Juby, A T R Axon 

Assessment of value of calibrated lyophilised plasmas to determine International Sensitivity Index for 
coagulometers K Clarke, D A Taberner, J M Thomson, J A Morris, L Poller 

Increased serum concentrations of tumour necrosis factor in f thalassaemia: Effect of bone marrow transplantation 
R Meliconi, M Uguccioni, E Lalli, et al 

Classical complement activation induced by pregnancy: Implications for management of connective tissue diseases 
N D Hopkinson, R J Powell 

Evaluation of two new methods for routine measurement of alkaline phosphatase isoenzymes A P Day, S Saward, 
C M Royle, P D Mayne 

Limulus amoebocyte lysate assay in the diagnosis of peritonitis in patients receiving continuous ambulatory 
peritoneal dialysis R A Bowman, A S Medley, K T Karthigasu 

Instructions to Authors 

Short reports 

Experience of a quality assessment scheme for non-laboratory glucose meters T R Trinick, E Duly 

Audit of catheter urine culture requests N Manek, E Napier Rees 

Transitional cell carcinoma: a case for collaboration R J Marshall, E F D Mackenzie, J Hill, L M Fearn 

Human papillomavirus 16/18 and nasopharyngeal carcinoma P Dickens, G Srivastava, Y T Liu 

Symptomatic zinc deficiency in experimental zinc deprivation C M Taylor, H F Goode, P J Aggett, 1 Bremner, 

B E Walker, J Kelleher 

Notes on necropsy H E Emson 

Comparison of two simple microaerobic atmospheres for cultivation of thermophilic campylobacters 

T Popovic-Uroic, N Sterk-Kuzmanovic 

Miscellanea 

Correspondence - Book reviews - Notices - Correction 


Occasionals 

Cytokines as biological response modifiers R C Rees 

Early clinical pathologists 5: The man behind Hassall’s corpuscles C Ortiz-Hidalgo 

Papers 

Laboratory facilities for investigating lipid disorders in the United Kingdom: Results of the British 
Hyperlipidaemia Association Survey M F Laker, J P D Reckless, D J Betteridge, et al 

Thyroid peroxidase antibodies in children with autoimmune thyroiditis A Vakevd, S Kontiainen, A Miettinen, 
A Schlenzka, J Maéenpaa 

Importance of diurnal variations on clinical value and interpretation of serum urate measurements M S Devgun, 
H S Dhillon 

Simultaneous in situ hybridisation of native mRNA and immunoglobulin detection by conventional 
immunofluorescence in paraffin wax embedded sections S J Harper, J H Pringle, A Gillies, et al 

Quality control in i ytochemistry: Experiences with the oestrogen receptor assay F T Bosman, 

A F P M de Goeij, M Rousch 

Oestrogen receptor analysis: Correlation between enzyme immunoassay and i histochemical methods 

T A Aasmundstad,O A Haugen, E Johannesen, A L Hoe, S Kvinnsland 

Childhood lymphoma in Yorkshire A M Davison, P A McKinney, C C Bailey, I Lewis, R A Cartwright, C O’Brien 
Chemical gastritis and Helicobacter pylori related gastritis in patients receiving non-steroidal anti-inflammatory 
drugs: Comparison and correlation with peptic ulceration A S Taha, I Nakshabendi, F D Lee, R D Sturrock, 

RI Russell 

Increased numbers of pulmonary megakaryocytes in patients with arterial pulmonary tumour embolism and with 
lung metastases seen at necropsy F A Soares 

Heterogeneity of vascular endothelial cells with relevance to diagnosis of vascular tumours J Kuzu, R Bicknell, 
A L Harris, M Jones, K C Gatter, D Y Mason 


9 
16 
21 
25 
30 
34 
37 
42 
46 
49 
54 
58 
61 
66 
68 
72 
5 
77 
79 
80 
81 
83 
85 
87 
89 
= 
106 
110 
114 
120 
125 
130 
135 
140 
143 


No 3 MARCH 1992 


Biopsy specimen identification by detection of sex chromosomes: application of in situ hybridisation R E Kibbelaar, 
C F Leenheers-Binnendijk, P J Spaander, Ph M Kluin 
Hn ang measurement of iron in plasma samples anticoagulated with EDTA T A Walmsley, P M George, 
‘ow 
Post transfusion septicaemia in 1980-1989: Importance of donor arm cleansing A Puckett, G Davison, 
CC Entwistle, J A J Barbara 
Hydrolink gels: a rapid and simple approach to the detection of DNA mutations in thromboembolic disease 
DJ Perry, R W Carrell 
Urinary IgG antibody against mixed heat-killed coliform antigen and lipopolysaccharide core antigen A P Gibb, 
D M Edmond 
Clinical evaluation of enzyme immunoassay in rapid diagnosis of herpes simplex infections M Sillis 
Evaluation of Mast-ID 15 system for identification of fresh clinical isolates of Enterobacteriaceae and Acinetobacter 
A P Shakespeare,G M Megson, P A Jones, D B Drucker, M G L Keaney, L A Ganguli 
Short reports 
Role of Campylobacter jejuni as a placental pathogen K J Denton, T Clarke 
AgNOR counts and determination of malignancy in stromal tumours of the stomach and small intestine T W Beer, 
DC Rowlands, J Crocker 
Salmonella osteomyelitis in aplastic anaemia after antilymphocytic globulin and steroid treatment S Allard, 
J O’Driscoll, A Laurie 
Severe haemolysis and renal failure in a patient with paroxysmal nocturnal haemoglobinuria G H Jackson, 
R S Noble, Z T Maung, J Main, S R Smith, M M Reid 
Frequency of glove puncture in the post mortem room J Weston, G Locker 
Is the informational content of histopathological reports increasing? S S Cross, A D Bull 
Increased PIVKA-II concentrations in patients with cystic fibrosis M de Montalembert, G Lenoir, 
A Saint-Raymond, J Rey, J-J Lefrére 
Miscellanea 


Occasionals 
Pathologists and training in information technology M Peters, ] R Clark 
ACP Broadsheet 131: Hirsute women: Should they be investigated? J H Barth 


Papers 

Configuration of immunoglobulin and T cell receptor B and y genes in acute myeloid leukaemia: Pitfalls in the 
analysis of 40 cases L Parreira, C Carvalho, H Moura, et al 

Characterisation of normal peripheral blood cells in cycle identified by monoclonal antibody Ki-67 J Cordone, 
E Matutes, D Catovsky 

Two-colour immunoenzymatic technique using sequential staining by APAAP to evaluate two cell antigens 

R Burgess, K Hyde, P J Maguire, P R Kelsey, J A Liu Yin, C G Geary 

Sequence analysis of polymerase chain reaction amplified t(14;18) chromosomal breakpoints in formalin fixed, 
paraffin wax embedded follicular lymphoma M Volkenandt, O Koch, R Fanin, et al 

New screening system for simultaneous determination of two marker proteins by homogeneous enzyme 
immunoassay N Hoshino, K Miyai 

Necropsy study of association between sudden death and cardiac enzymes J Burns, C M Milroy, B Hulewicz, 
CR West, S M Walkley, N B Roberts 

Helicobacter pylori associated phospholipase A, activity: a factor in peptic ulcer production? S R Langton, 

S D Cesareo 

Secretion of intravenously administered antibiotics in gastric juice: Implications for management of Helicobacter 
pylori S J O Veldhuyzen van Zanten, J Goldie, J Hollingsworth, C Silletti, H Richardson, R H Hunt 

Effect of physical environment on survival of Helicobacter pylori A P West, M R Millar, D S Tompkins 
Differentiation of species in human f-haemolytic group G streptococci using immunoglobulin Fc fragment receptor 
N Cimolai, A C H Cheong 

Fibroepithelial polyps of the vagina: Are they old granulation tissue polyps? T B Halvorsen, E Johannesen 
Value of counting colonic mucosal Ig-containing cells in the differential diagnosis of chronic inflammatory bowel 
disease C A Seldenrijk, SG M Meuwissen, N W Schipper, B C Morson, J Lindeman, C J L M Meijer 
Modifying the request behaviour of clinicians R Gama, P G Nightingale, P M G Broughton, et al 

Use of telephone enquiries to a microbiology laboratory as a proxy measure of reporting efficiency G Phillips, 
B W Senior, H McEwan 

Factors which influence necropsy requests: a psychological approach R D Start, M J Hector-Taylor, 

D W K Cotton, M Startup, M A Parsons, A Kennedy 

Short reports 

Cord compression: a rare complication of chronic lymphocytic leukaemia G Majumdar, A K Singh 
Thorotrast granuloma: an unexpected diagnosis S V Polacarz, R W Laing, R Loomes 

Synchronous squamous and glandular neoplasia of the anal canal M L Yeong, K P Wood, B Scott, K Yun 
Combined high grade sarcoma and serous ovarian neoplasm C Allen, M Stephens, J Williams 

Primary biphasic synovial sarcoma of the orbit N Ratnatunga, J R Goodlad, N Sankarakumaran, R Seimon, 

S Nagendran, C D M Fletcher 

Chicken pox infection (varicella zoster virus) and acute monoarthritis: Evidence against a direct viral mechanism 
C G Fink, S J Read, G Giddins, R P Eglin 

Use of serum from patients with polycythaemia or haemochromatosis for laboratory external quality assurance 
exercises J ] O Craig, P L Yap, C Green, A Stewart, A Ellis, J Seth 

Miscellanea 

Correspondence - Book reviews - Notices 


149 
151 : 
155 
158 
161 
165 
168 
171 
172 
174 
176 
177 
179 
180 
182 Correspondence - Book reviews - Notices - Correction 
Page 

185 
188 
193 
201 
206 
210 
213 
217 
221 
228 
232 
235 
241 
248 
250 
254 
258 
259 
261 
263 
265 

267 
269 
271 


No 4 APRIL 1992 


No 5 MAY 1992 


Occasionals 

Cobalamin and folate: Recent developments J Chanarin, R Deacon, M Lumb, J Perry 

Medical audit in clinical pathology G F Batstone 

Papers 

External quality assurance in histopathology: Experience of the east of Scotland scheme H S Klys, A M Lessells 
Observer variability in endometrial cytology using x statistics F Tezuka, T Namiki, H Higashiitwai 
Desmoplastic malignant mesothelioma: a review of 17 cases G E Wilson, P S Hasleton, A K Chatterjee 
Intracranial olfactory neuroblastoma: Evidence for olfactory epithelial origin A K Banerjee, B S Sharma, 

R K Vashista, V K Kak 

Use of monoclonal antibody E48 in diagnosing transitional cell carcinoma of urinary bladder R Torenbeek, 
CEM Blomjous, J J Quak, S Ybema, C J L M Meijer 

Detection of human papillomavirus in matched cervical smears and biopsy specimens by non-isotopic in situ 
hybridisation G Troncone, C S Herrington, K Cooper, M L de Angelis, JO’D McGee 

Differential effect of chronic hepatitis D virus infection on intrahepatic expression of hepatitis B viral antigen 
J Y N Lau, B C Portmann, G J M Alexander, R Williams 

Helicobacter pylori infection and chronic gastritis in gastric cancer P Sipponen, T U Kosunen, J Valle, M Rithela, 
K Seppala 

Restriction endonuclease analysis of Aspergillus fumigatus DNA J P Burnie, A Coke, R C Matthews 
Radioimmunoassay that measures serum vitamin B12 J J O’ Sullivan, R J Leeming, S S Lynch, A Pollock 
Methods for detecting lupus anticoagulants and their relation to thrombosis and miscarriage in patients with 
systemic lupus erythematosus D Ferro, M Saliola, C Quintarelli et al 

Oncogene expression in primary myelodysplasia: Correlation with haematological, karyotypic, and clinical 
progression R M Hutchinson, J H Pringle, S C Knight, I Lauder, A Potter, C Jagger 

Microbiological assay on microtitre plates of folate in serum and red cells S O’Broin, B Kelleher 

Serum amyloid A protein concentration in bone marrow transplantation for f thalassaemia M Uguccioni, 

R Meliconi, E Lalli et ai 

Short reports 

Acquired factor XI inhibitor in chronic lymphocytic leukaemia M J Goodrick, A G Prentice, J A Copplestone, 
D H Pamphilon, R J Boon 

Solitary ganglioneuroma of the rectum: Report of two cases T W Beer 

Rapid differentiation of Mycobacterium xenopi from mycobacteria of the Mycobacterium avium-intracellulare 
complex by pyrolysis mass spectrometry P R Sisson, R Freeman, J G Magee, N F Lightfoot 

AUAI: New i ytochemical marker for detecting epithelial cells in body cavity fluids 

G Kocjan, E Sweeney, K D Miller, L Bobrow 

Pseudo-Gaucher cells P A Carrington, R F Stevens, M Lendon 

Malignant hyperpyrexia: a rare cause of postoperative death R J Prescott, S P Roberts, G Williams 
Dieulafoy’s vascular malformation as a cause of large intestinal bleeding D J Farrell, M K Bennett 


Miscellanea 
Correspondence Book reviews Notices 


Occasionals 

Troublesome tumours 2: borderline tumours of salivary glands J W Eveson 

Low dose radiation and childhood cancer J A Morris 

Papers 

Integration of human papillomavirus types 16 and 18 in cervical adenocarcinoma K Cooper, C S Herrington, 

E S-F Lo, M F Evans, J O’D McGee 

Detection of high risk human papillomavirus in routine cervical smears: Strategy for screening C S Herrington, 

M de Angelis, M F Evans, G Troncone, J O’D McGee 

Contribution of fine needle aspiration cytology to diagnosis and management of thyroid disease L Godinho-Matos, 
G Kocjan, A Kurtz 

Epstein-Barr virus DNA in nasopharyngeal carcinomas from Chinese patients in Hong Kong P Dickens, 

G Srivastava, S L Loke, C W Chan, Y T Liu 

Immunophenotype of multinucleated and mononuclear cells in giant cell lesions of bone and soft tissue J A Doussis, 
B Puddle, N A Athanasou 

Serum myoglobin and creatine kinase enzymes in acute myocardial infarction treated with anistreplase 

D A McCullough, P G Harrison, J M Forshall, J B Irving, R J Hillman 

Localisation of intrahepatic interleukin 6 in patients with acute and chronic liver disease S Kakumu, A Fukatsu, 

T Shinagawa, S Kurokawa, A Kusakab 

Liver giant mitochondria revisited N J Robertson, C H Kendall 

PCNA and Ki67 expression in breast carcinoma: Correlations with clinical and biological variables E Leonardi, 

S Girlando, G Serio, et al. 

Rapid method for detecting monoclonality in B cell lymphoma in lymph node aspirates using the polymerase chain 
reaction J H Wan, P J Sykes, S R Orell, A A Morley 

Detection of bone marrow metastases in neuroblastoma using a short term tissue culture technique J A Adams, 

AM Kelsey, T F Carr, R F Stevens, P Morris-Jones 

Development of acute leukaemia after idiopathic myelofibrosis J M Hernandez, J F San Miguel, M Gonzalez, et al 
Autoimmune neutropenia of infancy E G H Lyall, G F Lucas, O B Eden 

Evaluation of five commercial assays for screening antenatal sera for antibodies to Toxoplasma gondii W D Cubitt, 
AE Ades, C S Peckham 

Polymerase chain reaction for the detection of Neisseria gonorrhoeae in clinical samples B S W Ho, W G Feng, 
BKC Wong, S I Egglestone 

Short reports 

Multinucleated stromal giant cells in adolescent gynaecomastia A P Campbell 

Reactivation of polyomavirus in bone marrow transplant recipients H A Cotterill, M E Macaulay, V Wong 
Myofibroblasts in hepatitis B related cirrhosis and hepatocellular carcinoma K Y Chau, M A Lily, P C Wu, 

WL Yau 


Page 

277 
284 

288 
292 
295 
299 
303 
308 
314 
319 
324 
328 
332 
339 

344 
348 
352 
353 
355 
358 
360 
361 
363 
Page 

369 
378 
382 
385 
301 
396 
398 
405 
408 
412 
416 
420 
424 
427 
431 
435 7 
439 
443 
445 
446 


Use of Romanowsky type (Diff-3) stain for detecting Helicobacter pylori in smears and tissue sections A M Zaitoun 
450 Ageing and duodenal morphometry P S Lipski, M K Bennett, P J Kelly, O F W James 

452 Signet-ring cell carcinoma of the prostate mimicking primary gastric carcinoma O Ben-Izhak, C Lichtig 
454  c-erbB-2 oncogene product expression and prognosis in gastric carcinoma D A Hilton, K P West 

456 Histological audit of acute appendicitis M E Herd, P A Cross, S Dutt 

Miscellanea 
Correspondence - Notices 


No 6 JUNE 1992 Occasionals 

461 Pathogenesis of idiopathic myelofibrosis: Role of growth factors / T Reilly 

465 Clinical applications of molecular biology to diagnostic microbiology R C Matthews, J P Burnie 
Papers 

468 Methods used in the United Kingdom for the culture of micro-organisms from blood D F J Brown, S F Perry 

475 Clinical comparison of Sentinel, a novel blood culture system, with radiometric Bactec 460 and Isolator 10 in the 
detection of streptococcal and anaerobic bacteraemias N A Hutchinson, D C Shanson, T Malins 

479 Evaluation of an enzyme immunoassay kit for detecting cryptosporidium in faeces and environmental samples 
C A Siddons, P A Chapman, B A Rush 

483 Comparison of relative uses of commercial assays for Toxoplasma gondii 1gM antibodies D Ashburn, R Evans, 
L J Skinner, J M W Chatterton, A W L Joss, D O Ho-Yen 

487 Rapid cytochemical demonstration of cytochrome oxidase activity in pathogenic bacteria M R Barer, P J Marsh 

490 Comparison of immunodiffusion and enzyme linked immunosorbent assay in the detection of abnormal antibodies in 
pigeon breeder’s disease C Simpson, P V Shirodaria, J P Evans, D I H Simpson, C F Stanford 

494 Predominance of serum antibodies to synthetic peptide stemming from HPV 18 open reading frame E2 in cervical 
adenocarcinoma M Lehtinen, A Leminen, J Paavonen, et al 

498 DNA quantitation of Wilms’ tumour (nephroblastoma) using flow cytometry and image analysis S Gururangan, 
A Dorman, R Ball, et al 

502 Histological and electron microprobe studies of mineralisation in aluminium-related osteomalacia B F Boyce, 
J Byars, S McWilliams, et al 

509 Expression of HLA-DR antigen in different histological types of gastric polyp A Wee, M Teh, G C Raju 

513 Transforming growth factor « in epithelial proliferative diseases of the breast D M Parham, J Jankowski 

517 Simplified method of grading primary carcinomas of the breast D M Parham, N Hagen, R A Brown 

521 Implications on laboratory workload of breast cancer screening B Green, 1 W McDicken, L S Turnbull 

524 Depletion of neuroendocrine cells in rectal biopsy specimens from HIV positive patients / B McCullough, 
P A Batman, A R O Miller, P M Sedgwick, G E Griffin 
Short reports 

52& Fatal case of disseminated infection with the turtle bacillus Mycobacterium chelonae J Paul, C Baigrie, D V Parums 

531 Small numbers of Chlamydia trachomatis elementary bodies on slides detected by the polymerase chain reaction 
C B Gilroy, B J Thomas, D Taylor-Robinson 

532 Rapid method for differentiating strains of Brarhamella catarrhalis V Peiris, J Heald 

534 A viscometric method of measuring plasma fibrinogen concentrations E Ernst, K L Resch, T Saradeth, A Maier, 
A Matra 

536 Occult alveolar haemorrhage in bronchopulmonary Kaposi’s sarcoma L Hughes-Davies, C Kocjan, M F Spittle, 
R F Miller 

538 Clumping of lymphoma cells in peripheral blood induced by EDTA S Juneja, M Wolf, R McLennan 

541 Parathyroid hormone related protein in hypercalcaemia of Hodgkin’s disease J Bolo-Deoku, S Basu, S Lakhani, 
etal 

542 Increase in severity of graft versus host disease by cytomegalovirus A L McCarthy, J S Malik Peiris, C E Taylor, 
et al 

544 The cyanide poisoning necropsy: an appraisal of risk factors A R W Forrest, J H Galloway, D N Slater 

546 Assessment of specimen fixation in a surgical pathology service R D Start, S S Cross, J H F Smith 

Miscellanea 

Correspondence - Book reviews - Notices 


No 7 JULY 1992 


Occasionals 
553 Bone marrow transplantation for thalassaemia major D J] K Evans 
556 Chromosome studies of solid tumours N P Bown 
Papers 
561 Urinary excretion of f,-glycoprotein-1 (apolipoprotein H) and other markers of tubular malfunction in “‘non- 
tubular” renal disease F V Flynn, M Lapsley, P A Sansom, S L Cohen 
568 Circulating secretory component in relation to early diagnosis and treatment of liver metastasis from colorectal 
carcinomas D Kvale, J Norstein, G I Meling, et al 
572 Computerised protocols for laboratory investigation and their effect on use of medical time and resources 
D Mutimer, B McCauley, P Nightingale, M Ryan, M Peters, J Neuberger 
575 Prospective study of necropsy audit of geriatric inpatient deaths D A Paterson, M I Dorovitch, D L Farquhar, et al 
579 Comparison of proliferation rates assessed using ““multiblock” and conventional tissue blocks of lung carcinoma 
DC Brown, K C Gatter 
583 p53 Protein expression in central nervous system neoplasms M Barbareschi, P O Iuzzolino, A Pennella, et al 
587 Primary cerebral lymphoma: a study of 47 cases probed for Epstein-Barr virus genome / F Geddes, 
M B Bhattacharjee, K Savage, F Scaravilli, J E McLaughlin 
591 Vascular invasion in non-small cell lung carcinoma T E Roberts, P S Hasleton, C Musgrove, R Swindell, 
R A M Lawson 
594 Prognostic value of c-erbB-2 expression in uterine cervical carcinoma R J Hale, C H Buckley, H Fox, J Williams 


597 Helicobacter pylori serology in patients with coeliac disease and dermatitis herpetiformis J E Crabtree, SO’ Mahony, 
J I Wyatt, et al 


No 8 AUGUST 1992 


Page 
645 


650 


654 


Use of polymerase chain reaction for early identification of Mycobacterium tuberculosis in positive cultures 

M G Cormican, T Barry, F Gannon, J Flynn 

IgA antibody response during acquired and congenital toxoplasmosis M H Bessiéres, C Roques, A Berrebi, V Barre, 
M Cazaux, J P Séguéla 

Detection of Clostridium perfringens and its enterotoxin in cases of sporadic diarrhoea M M Brett, J C Rodhouse, 

T J Donovan, G M Tebbutt, D N Hutchinson 

Neuronal network analysis of serum electrophoresis M A A Kratzer, B Ivandic, A Fateh-Moghadam 

Epstein-Barr virus (EBV) encoded small RNAs: Targets for detection by in situ hybridisation with oligonucleotide 
probes G Khan, P J Coates, H O Kangro, G Slavin 

Short reports 

Transfusion associated graft versus host disease in an immunocompetent patient N T J O’Connor, P Mackintosh 
Plasmacyte-reticulum cell satellitism in multiple myeloma associated with amyloidosis T S Pillay, G Sayers, 

AR Bird, P Jacobs 

Progressive multifocal leucoencephalopathy, sclerosing cholangitis, bronchiectasis and disseminated warts in a 
patient with primary combined immune deficiency S A Misbah, G P Spickett, A Zeman, et al 

Isolation of Legionella pneumophila serogroup 14 from a human source M Castellani Pastoris, C Berchicci, 

G Pallonari 

Aspergiiloma in the frontal sinus expanding into the orbit H Swoboda, R Ullrich 

Effects of prolonged processing in standard and isotonic trichloroacetic acid (TCA) on cellular preservation in bone 
marrow trephines R J Fitzmaurice, A Pitalia, A J Freemont 

Two techniques for electron opaque staining of elastic fibres using tannic acid in fresh and formalin fixed tissue 

A Haidar, T A Ryder, M A Mobberley, J S Wigglesworth 

Diagnosis of cytomegalovirus infection in heart transplant recipients P S Rice, G Kudesia, C Price,G H Smith 
CD30 expression by peripheral blood monocytes and hepatic macrophages in a child with miliary tuberculosis 

ML Epstein, K P Windebank, A D Burt, L Thomas, A J Cant 

Epithelioid h gioendotheli of soft tissue after pellet injury N H H Nadha Sarma 

Miscellanea 

Correspondence - Book reviews - Notices 


Occasionals 

Histology of normal haemopoiesis: Bone marrow histology I B S Wilkins 

A pragmatist’s approach to pathology costing: the Welsh Datatree project D I Gozzard, M E Macaulay, 
DS Nuttall, ER M Jones 

Bodies recovered from water: a personal approach and consideration of difficulties W Lawler 


Papers 

Expression of Ki-67 nuclear antigen in B and T cell lymphoproliferative disorders N de Melo, E Matutes, 

I Cordone, R Morilla, D Catovsky 

Proliferating cell nuclear antigen and S phase fraction in endometrial stromal sarcoma J B Schofield, J Mansi, 


R S Camplejohn, D P Lane, C Fisher 

Human tonsil intraepithelial B cells: a marginal zone-related subpopulation M Morente, M A Piris, J L Orradre, 

C Rivas, R Villuendas 

Non-isotopic in situ hybridisation and immunophenotyping of infected cells in the investigation of human fetal 

parvovirus infection A L Morey, H J Porter, J W Keeling, K A Fleming 

Glutathione S-transferases in neonatal liver disease J Mathew, A R Cattan, A G Hall, et al 

Adenovirus infection of the large bowel in HIV positive patients A Maddox, N Francis, J Moss, C Blanshard, 

B Gazzard 

Detection of hepatitis B pre-core mutant by allele specific polymerase chain reaction E S-F Lo, 

Y-M D Lo, C H Tse, K A Fleming 

Relative usefulness of electron microscopy and i OC istry in tumour diagnosis: 10 years of retrospective 

analysis A U H Dar, P M Hird, B E Wagner, J C E Saiivennt 

Distinction between aleukaemic prodrome of childhood acute lymphoblastic leukaemia and aplastic anaemia 

M M Reid, G P Summerfield 

The cause of turbidity in lyophilised plasmas and its effects on coagulation tests C F Hirst, L Poller 

Factors affecting the maintenance dose of warfarin A H James, R P Britt, C L Raskino, S G Thompson 

Survey of oral anticoagulant treatment in children D I K Evans, M Rowlands, L Poller 

Diagnostic tests for Helicobacter pylori: Comparison and influence of non-steroidal anti-inflammatory drugs 

A S Taha, P Boothman, I Nakshabendi, et al 

Pp oe eran tuberculosis: a continuing cause of sudden and unexpected death in west London R C Chapman, 
laydon 

Staphylococcal toxins and sudden infant death syndrome J E Malam, G F Carrick, D R Telford, J A Morris 

Short reports 

Pulsed field gel electrophoresis on frozen tumour tissue sections J Boultwood, L Kaklamanis, K C Gatter, 

J S Wainscoat 

Has there been an information explosion in histopathology? S S Cross, F Macgillivray 

HER2(c-erbB-2) oncoprotein expression in colorectal adenocarcinoma: an immunohistological study using three 

different antibodies A H Arnaout, P M Dawson, S Soomro, et al 

Cytogenetic characterisation of small round cell tumours using fine needle aspiration 

C Sreekantaiah, L Appaji, D Hazarika 

Pseudohyperphosph ia in patients with multiple myeloma D McClure, L C Lai, C Cornell 

— of 120 kilodalton protein and cytotoxicity in Helicobactor pylori J E Crabtree, N Figura, J D Taylor, 

et 

Selected cryopreservatives for long term storage of Helicobacter pylori at low temperatures M Shahamat, 

C Paszko-Kolva, U E H Mai, H Yamamoto, R R Colwell 

Successful freeze storage and lyophilisation for preservation of Helicobacter pylori A Spengler, A Gross, 

H Kaltwasser 


601 
605 
609 
612 
616 
621 
623 
624 
627 
629 
631 

633 
636 
638 
640 | 
642 

664 
668 
673 
679 
684 
689 

693 
697 
701 
704 
707 
709 
713 
716 
722 
724 
726 
728 
731 
733 
735 
737 


No 9 SEPTEMBER 1992 Page 


No 10 OCTOBER 1992 


745 
751 
756 


759 


A simple and direct method of turnround time audit in a microbiology laboratory P G Murphy, E Crothers 
Evaluation of modified passive haemagglutination assay for Vi antibody estimation in Salmonella typhi infections 
G Kang, G Sridharan, M V Jesudason, T J John 

Miscellanea 

Correspondence - Book reviews - Notice 


Occasionals 

Bone marrow trephine biopsy in lymphoproliferative disease C Schmid, P G Isaacson 

ACP Broadsheet 132: Gross examination of the large intestine J P Sheffield, I C Talbot 

Early clinical pathologists: Edward Jenner (1749-1823) S Lakhani 

Papers 

Alveolar rhabdomyosarcoma infiltrating bone marrow at presentation: the value to diagnosis of bone marrow 
trephine biopsy specimens M M Reid, P W G Saunders, N Bown, et al 

Use of paraffin wax embedded bone marrow trephine biopsy specimens as a source of archival DNA A B Provan, 
E Hodges, A G Smith, J L Smith 

Increased interleukin 6 concentrations in the absence and presence of HIV-1 infection in haemophilia R Madhok, 
A Cruickshank, A J Gracie, A Shenkin,G D O Lowe 

Improved PCR method for detecting monoclonal immunoglobulin heavy chain rearrangement in B cell neoplasms 
I Ramasamy, M Brisco, A Morley 

a-1 antitrypsin gene exon use in stimulated lymphocytes M S Bashir, K Morrison, D H Wright, D B Jones 
Antibodies to choroid plexus in senile dementia of Alzheimer’s type J M Serot, M C Béné, B Gobert, 

D Christmann, B Leheup, G C Faure 

Collagenous colitis: Jejunal and colorectal pathology J Armes, D C Gee, F A Macrae, W Schroeder, P S Bhathal 
Human herpes virus 6 and endogenous biotin in salivary glands M Green, L Sviland, C E Taylor, et al 

al study of intrahepatic expression of hepatitis B core and E antigens in chronic type B hepatitis 
Cc M Chu, Y F Liaw 

Quantitative assessment of histological changes in chronic gastritis after eradication of Helicobacter pylori 

A Di Napoli, R Petrino, M Boero, D Bellis, L Chiandussi 

Lethal synergistic action of toxins of bacteria isolated from sudden infant death syndrome D B Drucker, H S Aluyi, 
J A Morris, D R Telford, A Gibbs 

Possibility of separating toxins from bacteria associated with sudden infant death syndrome using anion exchange 
chromategraphy D B Drucker, H A Aluyi, J A Morris, D R Telford, B A Oppenheim, B A Crawley 

Fungal infections of the small and large intestine R J Prescott, M Harris, S S Banerjee 

New selective medium for isolating Clostridium difficile from faeces S T Aspinall, D N Hutchinson 

Comparison of Sentinel and Bactec blood culture systems M Stevens, H Patel, A Walters, et al 

Plasma total thyroxine and free thyroxine concentrations in congenital hypothyroidism before and during treatment 
S L Tillotson, D B Grant, A E Ades 


Short reports 

Nocardia infection in AIDS: a clinical and microbiological challenge R J Coker, G Bignardi, P Horner, et al 
Sarcoidosis: Association with small bowel disease and folate deficiency S M MacRury, G McQuaker, R Morton, 
R Hume 

Immunoperoxidase techniques and histology in the diagnosis of rhabdomyolysis related acute renal failure 

P N Cooper, J Tapson, A R Morley 

Gonadoblastoma and fertility Y Erhan, A S Toprak, N Ozdemir, B Tiras 

Bone marrow necrosis at transformation of chronic granulocytic leukaemia treated with interferon J R Kendra, 
S Pickens, K Singh 

Systemic amyloidosis of 8, microglobulin type K Mazanec, J McClure, C J Bartley, M J Newbould, P Ackrill 
Histological reclassification of 101 intraoral salivary gland tumours (new WHO classification) J E van der Wal, 
G B Snow, I van der Waal 

New enzyme immunoassay for detecting cryptococcal antigen F R Knight 

Selective criteria for the microbiological examination of faecal specimens R A Bowman, J M Bowman, S A Arrow, 
T V Riley 

Diffuse axonal injury caused by assault D I Graham, J C Clark, J H Adams, T A Gennarelli 

Miscellanea 

Book reviews - Notice 


Occasionals 

The changing practice of pathology N K Shinton 

Clinical and immunological assessment of HIV infection A G Bird 

Bone marrow histology 3: Value of bone marrow core biopsy in acute leukaemia, myelodysplastic syndromes, and 
chronic myeloid leukaemia D A Winfield, S V Polacarz 


Papers 
Monoclonal antibody JC1: New reagent for studying cell proliferation M C Garrido, J L Cordell, M H G Becker, 
et al 


Comparative analysis of human papillomavirus detection by dot blot hybridisation and non-isotopic in situ 
hybridisation G Troncone, S M Anderson, C S Herrington, et al 

Demonstration of HIV-1 infected cells in human placenta by in situ hybridisation and immunostaining E Backé, 
E Jimenez, M Unger, A Schafer, E Jauniaux, M Vogel 

Cell sizing in chronic lymphoproliferative disorders: an aid to differential diagnosis H D Alexander,G M Markey, 
RL Nolan, T C M Morris 

ICAM.-1 expression in renal disease J Chow, R B Hartley, C Jagger, S A Dilly 

Invasive breast carcinoma with granulomatous response and deposition of unusual amyloid D Santini, 

G Pasquinelli, M Alberghini,G N Martinelli, M Taffurelli 


738 
740 
742 
763 
766 
770 
776 
781 
784 
788 
791 
796 
799 
802 
806 
812 
816 
819 
821 
823 
825 
830 
832 
834 
836 
838 
840 
842 
Page 
845 
850 
855 
866 
| 871 
875 
880 
| 885 
4 


No 11 NOVEMBER 1992 Page 
945 
949 
952 


Nucleolar organiser regions (AgNORS) in anal intraepithelial neoplasia and invasive anal squamous cell carcinoma 
O A Ogunbiyi, J H Scholefield, F Sharp, R Ginsberg, K Rogers 

Amyloid in prostatic corpora amylacea P A Cross, C J Bartley, J McClure 

Nasopharyngeal carcinoma in situ in nasopharyngeal carcinoma C W Chan, J M Nicholls, J S T Sham, P Dickens, 
D Choy 

Subclinical ischaemic episodes during the steady state of sickle cell anaemia N O Akinola, S M E Stevens, 

I M Franklin, G B Nash, J Stuart 

Modified latex agglutination test for antibodies to Toxoplasma gondii in eluates from Guthrie cards S P Parker, 

W D Cubitt 

Use of the polymerase chain reaction to detect Toxoplasma gondii in human blood samples 

DO Ho-Yen, A W L Joss, A H Balfour, E T M Smyth, D Baird, J M W Chatterton 

Laboratory examination for Cryptosporidium spp in Scotland D M Campbell, P A Flanagan 

Confirmation of second generation anti-hepatitis C virus enzyme immunoassays by antigenic cross-validation 

C G Teo, F G Gabriel, P P Mortimer 

Short reports 

Antithrombin III deficiency and cerebrovascular accidents in young adults J A Graham, H M Daly, P J Carson 
Tissue artefacts caused by sponges D J Farrell, P J Thompson, A R Morley 

Alternative method of sampling placentas for the assessment of uteroplacental vasculature T Y Khong, 

H M Chambers 

Tubulovillous adenoma arising 30 years after ileocystoplasty P H King, D E Osborn, EF H Mackay 

Abnormal haemoglobin electrophoresis caused by BW 12C F van Rhee, I Ware, T Littlewood 

Diagnosis of toxoplasma infection in cardiac transplant recipients using the polymerase chain reaction R Holliman, 
J Johnson, D Savva, N Cary, T Wreghitt 

Specificity of colon specific antigen and colon ovarian tumour antigen A M Dorman, D Chin, M Leader 

Renal AA amyloidosis in a patient with Bence Jones proteinuria and ankylosing spondylitis R Quinton, 

P D Siersema, J J Michiels, F J W ten Kate 

Lobular carcinoma in a mammary hamartoma J Coyne, F M Hobbs, C Boggis, R Harland 

Immunoreactivity of « smooth muscle actin in salivary gland tumours: a comparison with S100 protein H Jones, 

F Moshtael, R H W Simpson 


Miscellanea 
Correspondence - Book reviews - Notices - Corrections 


Occasionals 

Changing trends in infective endocarditis A C McCartney 

Safety in the laboratory W A Telfer Brunton 

ACP Broadsheet 133: Gross examination of the stomach N Scott, P Quirke, M F Dixon 

Papers 

New rapid identification test for Clostridium difficile S T Aspinall, S F Dealler 

Aeromonas spp as a potential cause of diarrhoea in children M H Wilcox, A M Cook, A Eley, R C Spencer 
Gastric giardiasis C Doglioni, M De Boni, R Cielo, et al 

Parasitology: United Kingdom National Quality Assessment Scheme M Hawthorne, P L Chiodini, J J S Snell, 

A H Moody, A Ramsay 

Solitary necrotic nodule of the liver: parasitic origin? W M S Tsui, RW S Yuen, L T C Chow, C C H Tse 
Effects of chemotherapy on ultrastructure of oesophageal adenocarcinoma S J Darnton, G N Antonakopoulos, 

J Newman, H R Matthews 

Histopathological and microanalytical study of zirconium dioxide and barium sulphate in bone cement C E Keen, 
G Philip, K Brady, J D Spencer, D A Levison 

Remodelling of subchondral bone in osteoarthritis: a histomorphometric study G Amir, C J Pirie, S Rashad, 
PA Revell 

Chronic transmural bronchiolitis: a non-specific lesion of small airways C Edwards, R Cayton, R Bryan 
Detection of mRNA by in situ hybridisation and in northern blot analysis using oligodeoxynucleotide probes 
labelled with alkaline phosphatase M A Farguharson, R Harvie, A Kennedy, A M McNicol 

Factors affecting the precision of warfarin treatment R P Britt, A H James, C L Raskino, S G Thompson 

p53 protein in odontogenic cysts: Increased expression in some odontogenic keratocysts G R Ogden, D M Chisholm, 
R A Kiddie, D P Lane 

p53 expression in aynghnnic malignancies Y Seini, P Paakké, M Alavaikko, K Vahadkangas 

Combined i hemical and i escence method to determine the phenotype of proliferating cell 
populations A L Ramshaw, D V Parums 

CD43 expression in B cell lymphoma J Treasure, A Lane, D B Jones, D H Wright 

Intramammary lymph nodes J H Jadusingh 

Short reports 


logical study of distribution of y/d lymphocytes after allogeneic bone: marrow transplantation 
J Norton, N yy J P Sloane 


Well differentiated (benign) papillary mesothelioma of the tunica vaginalis R Chetty 

Mucous metaplasia of the pleura M S Bashir, P N Cowen 

Intradural bronchogenic cysts N Wilkinson, H Reid, D Hughes 

Pneumococcal endocarditis and disseminated infection S R Heard, J Pickney, D S Tunstall-Pedoe 

Screening for Corynebacterium diphtheriae A P R Wilson, S Matthews, M Bahl, A Efstratiou, B D Cookson 

a oe secondary to asymptomatic cytomegalovirus infection in an immunocompetent host 
right 

Chronic giardiasis of the stomach C Quincey, P D James, R J C Steele 

Restrictive endocardial fibroelastosis in a neonate without other cardiac pathology D J Farrell, J R Skinner 

Miscellanea 

Notices 


889 

804 

898 

902 

907 

910 

914 

917 

921 

923 

925 

928 

930 

931 

932 

934 

936 

938 

956 

959 

964 

968 

975 

979 

984 

990 

993 

999 

1003 

1007 

1011 

1015 

1018 

1023 

1027 

1029 

1030 
1032 

104 

1036 

1037 

1039 

1042 

1044 


NOVEMBER 1992 
SUPPLEMENT 


No 12 DECEMBER 1992 Page 
1045 
1047 
1053 


1058 
1062 


Papers presented at the Symposium on Sudden Infant Death Syndrome 

The SIDS phenomenon: an update A Busuttil, A Burchell 

Sudden infant death in historical perspective S R Limerick 

Current epidemiology of SIDS A A M Gibson 

Pathological findings in SIDS P J Berry 

Development of thermoregulation in infancy: Possible implications for SIDS P J Fleming, Y Azaz, R Wigfield 
Susceptibility to infection in relation to SIDS C C Blackwell, A T Saadi, M W Raza, J Stewart, D M Weir 
Viral infection and « interferon in SIDS A G Howatson 

Viral respiratory infection and SIDS K A Fleming 

Metabolic deficiencies and SIDS J R Bonham, M Downing 

Glucose metabolism and hypoglycaemia in SIDS A Burchell, H Lyail, A Busuttil, J E Bell, R Hume 
Immunopathology of SIDS W R Roche 


Occasionals 
A Christmas lesson: biopsy techniques for the young clinician D M Wayte 
The pathology of autoimmune haemolytic anaemia R J Sokol, D J Booker, R Stamps 
ACP Broadsheet 134: How to harvest bone marrow for transplantation R Jones, A K Burnett 
Papers 
Search for retrovirus in the chronic fatigue syndrome J W Gow, K Simpson, A Schliephake, et al 
DNA fingerprints of Helicobacter pylori before and after treatment with omeprazole A G Fraser, J Bickley, 
R J Owen, R E Pounder 
Quantification of pancreatic secretory trypsin inhibitor in colonic carcinoma and normal adjacent colonic mucosa 
H Bohe, M Bohe, P Jonsson, C Linstrém, K Ohlsson 
Helicobacter pylori, gastritis, and peptic ulceration in the elderly J ] Wyatt, T M Shallcross, J E Crabtree, 
R V Heatley 
Strains of Escherichia coli 0157:H8 from human diarrhoea belong to attaching and effusing class of E coli 
SM Scotland, G A Willshaw, T Cheasty, B Rowe 
Phenotypic methods for speciating clinical Aeromonas isolates M H Wilcox, A M Cook, K J Thickett, A Eley, 
C Spencer 
histological detection of human cytotoxic/suppressor T cells using antibodies to a CD8 peptide sequence 
D Y Mason, J Le Cordell, P Gaulard, AG D Tse, M H Brown 
Comparison between histochemical and i hi ical methods for diagnosis of sporotrichosis 
ME A Marques, K I R Coelho, M N Sotto, C E Bacchi 
Evaluation of three techniques for differential diagnosis of prostatic needle biopsy specimens R F T McMahon, 
LJ McWilliam, S Mosley 
In situ hybridisation of EBV DNA-DNA hybrids using wet heat in polypropylene containers L G Labrecque 
Audit of bone marrow trephines P W Bishop, K McNally, M Harris 


Short reports 
Lipopeliosis: fat induced sinusoidal dilatation in transplanted liver mimicking peliosis hepatis L Ferrell, N Bass, 


J Roberts, N Ascher 

Splenic lymphoma with villous lymphocytes in two sisters ] Ribeiro, M M Costa, B A Fernandes, et al 
Measurement of placental alkaline phosphatase activity in benign and malignant pleural effusions R J Fergusson, 
J Fisken, M A McIntyre, J E Roulston, R C F Leonard 

Backprocessing paraffin wax blocks for subgross examination J S Armstrong, J D Davies, B Hronkova 
Microwaves improve chromosome G-banding in fresh blood and bone marrow F Solé, S Woessner 

Eosinophilic bodies in pyloric and Brunner’s gland cells C A Rubio, T Hirota, M Itabashi, B Jacobsson, H Lignelid 
Reassessment of the rate of fixative diffusion R D Start, C M Layton, S S Cross, J H F Smith 

Cytoblock preparations for examination of cervical and other cells B Dagg, D L S Eustace, X Han, S Money, 

E Heyderman 

Miscellanea 

Correction Notices 

List of assessors 

Annual author index to Vol 45 

Annual subject index to Vol 45 

Annual contents index to Vol 45 


1066 
1070 
1075 
1079 
1084 
1089 
1094 
1099 
1105 
1111 
1114 
1116 
1118 
1119 
1120 
1122 
1124 
1125 
1126 
1038 


